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Message Text 


UNCLASSIFIED 

PAGE 01 ANKARA 06010 051453Z 

47 

ACTION EUR- 12 

INFO OCT-01 ISO-00 EB-07 /020 W 

018419 

R051420Z AUG76 
FM AMEMBASSY ANKARA 
TO USDOC WASHDC 
SECSTATE WASHDC 4497 
AMEMBASSY ATHENS 
S/AMEMBASSY BRUSSELS 1289 
INFO AMCONSUL ISTANBUL 

UNCLAS ANKARA 6010 

ATHENS FOR RTDC 

E.O. 11652: N/A 
TAGS: BTIO, TU 

SUBJ: FOREIGN GOVERNMENT TENDER: MAJOR PROJECTS- 
POWER TRANSFORMERS 

REE: A) ANKARA 2708, B) ANKARA A-32, 

I. 489/01/TO145 
2. 080476 

3. M. ISHAKBEYOGLU 

4. 489 TURKEY 

5. N. 

6A. SUBMIT BIDS TO- 
6B. - 

6C. TEK-TURKIYE ELEKTRIK KURUMU GENEL MUDURLUGU 
SEBEKELER DAIRESI BASKANLIGI 
NECATIBEY CADDESI 3 
SIHHIYE-ANKARA TURKEY 

7. 611-TSCYGT.3 

8. 092176-2:00 P.M. LOCAL TIME. 

9.201 

10. 36122XX- VALUE NOT KNOWN. 17 EACH POWER TRANSFORMERS 
380/154KV. SINGLE OR THREE PHASE, 50 CYCLE, OUTDOOR, OIL- 
IMMERSED TYPZ. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ANKARA 06010 051453Z 

II. FOR MORE DETAILED INFORMATION, INTERESTED FIRMS SHOULD 
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OBTAIN SPECIFICATIONS DIRECTLY FROM THE BUYER. BIDDERS ARE 
REQUIRED TO SUBMIT SUFFICIENT INFORMATION TO ALLOW HE BUYER 
DETERMINE PREQUALIFICATION OF FIRMS. FINANCING BY IBRD UNDER 
LOAN NO. 1 194-TU. THE FOLLOWING US FIRMS HAVE ALREADY 
BEEN SENT BIDDING DOUCMENTS BY TEK: - 
-GENERAL ELECTRIC 
-WESTINGHOUS (BRANCH IN ATHENS) 

NE COPY OF SPECIFICATION AIRMAILED TO USDOC 
MACOMBER 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 05 AUG 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ANKARA06010 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760302-0372 
From: ANKARA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 976/newtext/t1 9760885/aaaacwpk.tel 

Line Count: 70 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 ANKARA 2708, 76 ANKARA A-32 
Review Action: RELEASED, APPROVED 
Review Authority: SmithRJ 
Review Comment: n/a 
Review Content Flags: 

Review Date: 12 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <12 APR 2004 by ReddocGW>; APPROVED <09 DEC 2004 by SmithRJ> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER: MAJOR PROJECTS- POWER TRANSFORMERS 

TAGS: BTIO, TU 

To: COM 

STATE 

Type: TE 
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